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astonishment. Sudden irruption from near table
of eleven mighty German railway engineers who
told little man they had considered throwing him
into the river which ran at the bottom of the
garden, and would do it at once if he or his friends
said another word. An immediate collapse of
the Levantine element which ate in whispers and
melted silently atvay after the coffee. Landlord
amusing, running round the table during the row
wringing his hands and calling aloud in Armenian.
Slept exceedingly badly, high fever, great sweating
and delirium. Worst night have ever had.